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TOOL STORAGE 





www.waterlooindustries.com 
4 www.leanstorage.com 


The W aterloo® websites are a useful too! for communicating the 
very latest and most complete information on W aterloo too! 
Storage products. This printed catalog provides a great overview 
with key specifications on the W aterloo product line, however be 
sure to visit our websites for the most up-to-date product information 
and detailed specifications available. 





WATERLOO? 

W aterloo® products have been manufactured to the highest standards of quality TAB L E O F 

and workmanship. W aterloo Industries, Inc. warrants its W aterloo® brand C O Ni T [E N T S 
products to be free from defects in materials and workmanship under norma! 

use for the following periods from original date of purchase: 


=" } MAGNUM 66.224 ¢c80¢centcaeaontiencansacald 
PU aT ey aac fae TRAXX ..... 


ealiesllee re ee | 4 5 
ELL waa ote i is pul TR SERIES ee | 6 -/ 
— : TOOL ROOM. ee ee ee | 8 9 
Magnum® aT ee aaryits ProMaxx, Shop Series, 
Tool Storage TR-Series Pro Series, ela Lol PROMAXX ee ee | ] 0 -] ] 
and Facility Tool Room Series, and all other 
Storage Sy ote T Tha, Products, products cls PRO SE RI E S ee ee | ] Z -] 3 


Workbenches home use 


SHOP SERIES: ticc0tucinanetaw cower inane Le15 
WORK CENTERS .......0 0c ee eee eee tt LO-1/ 


If any product is found to be defective in material or workmanship during 
norma! use within the applicable warranty period, your exclusive remedy is 
VELOC A OLMINMOLUTeUN eM Cee ame TACMMI SM ENICTAINAC LCA ael 16 SPECIALTY csc dccvectctwetesee ste icedesn 09 


products that are damaged through any misuse, abuse, accident, neglect mod- FACILITY STORAGE... . cc cccccccccccccee2021 
ification or mishandling. W aterloo Industries, Inc. will not be responsible for 

any losses, injuries or costs of any nature, including indirect, incidental or con- WORKBENCHES.......0 0c cece e eee L223 
SOTTO Le AAT O LM CcL NO COM ialicM ogee Ue mmaeLOle Lele gens oLoNgre HO MTEC e [=a METAL PORTABLES.....ccccccccccunauaa 24-25 
Except as provided by law, this warranty is in lieu of and excludes all other 

warranties, conditions and guarantees, whether expressed or implied, statutory PLASTIC PORTABLES ......0 0 eee eee eee 262/ 
Ym eyigTVa ARS crmmIALeLOCO ATO MM ALieToN Um cexsteTolt(oY Am tao MOY MN =IC@pTe NEIL OI INO MN LN sSom els ACCESSORIES .... eee ee eee te ee ee ww wt LE 


SEE eee DRAWER DIMENSIONS..........00200002+2933 
Some states, provinces and nations do not allow the exclusion or limitation of 

incidental or consequential damages, so the above limitations or exclusions 

may not apply to you. This warranty gives you specific legal rights and you 

may have other rights which vary from state to state, province to province, 

nation to nation. W aterloo Industries, Inc. will advise you of the procedure to 
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(W arranties do not cover units that are mounted or used in moving vehicles.) 








Use this quick guide to select the nght Waterloo® product senes for your needs. 
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Product Series User / Performance Profile Construction Environment Breadth of Category eyelet) 


Pg. 23 


Professional - Extreme Use/Extreme Capacity Roll-Cage Construction | Daily Movement | °46-Inch Chest / Cart ‘Equipped with Posi-Latch™ drawer securing system 
Over Rough (1168 mm) * Cable-driven, spring-activated, tubular lock with 


: Surfaces *56-Inch Chest / Cart 12-gauge internal lock bar 
3,600 Ib. (1633 kg) Load Rating > (1422 mm) «Heavy-duty 6 x 2-inch (152 x 51 mm) casters 
Se FT * Side Locker 100% modular drawers 
Extra Heavy-Duty Ball-Bearing ) 7." ‘ Open-tll storage 
Drawer Slides ‘Industrial quality gas struts 








re *26-Inch Chest / Cabinet ™ 
eae ; ‘ Semi-Mobile ‘Equipped with Posi-Latch™ drawer securing system 
Professional - Heavy Use/High Capacity Sidewall-Post Construction (660 mm) Pe eatoiierd oa emit rneconin 


Environment 
41-Inch Chest / Cart diameter actuator rod 


1,200 Ib. (544.3 kg) Load Rating are stget mm) | °522in0h (127 x51 mn) casters wih chrome hub 


+ 60-Inch Cart (1524 mm) caps and 14-gauge caster channels 








Heavy-Duty Ball-Bearing » Side Cabinet : Interchangeable drawer system 
Drawer Slides * Side Locker serena 
‘ Cover stiffener 

Professional - Heavy Use/High Capacity Sidewall-Post Construction | Semi-Mobile | *26-Inch Chest/ Cabinet | 14-gauge internal lock bars with 1/4-inch (6.35 mm) 

Environment | (660 mm) diameter actuator rod 

*41-Inch Chest / Cart +5 x 2-inch (127 x 51 mm) casters with 
1,200 Ib. (544.3 kg) Load Rating an {4-gauge caster channels 
we : Tubular Side Handle 
Heavy-Duty Ball-Bearing Drawer Slides 

Professional - Standard Use/High Capacity Tri-Channel Construction Semi-Mobile | *26-Inch Chest/Cabinet J 44.qauge internal lock bars with 1/4-inch (6.35 mm) 

Environment | (660 mm) diameter actuator rod 


*41-Inch Chest / Cart 


*4 1/2 x 1 1/2-inch (127 x 51 mm) casters 
1,200 Ib. (544.3 kg) Load Rating ; (1016 mm) 


with 14-gauge caster channels 


Ball-Bearing Drawer Slides 


Professional - Standard Use/High Capacity Double-Wall Construction Semi-Mobile * 26-Inch Chest / Cabinet + 14-gauge internal lock bars with 1/4-inch (6.35 mm) 
Environment (660 mm) diameter actuator rod 
*41-Inch Chest / Cart +5 x 2-inch (127 x 51 mm) casters with 14-gauge 
1,200 Ib. (544.3 kg) Load Rating (1016 mm) caster channels 
* Side Cabinet 


Heavy-Duty Compound Drawer Slides 


Home/Shop - Light Duty Use/Standard Capacity | Reinforced Wall Construction Occasional *22- to 26-Inch Tool Centers * External lock bars | 
Movement (559 to 660 mm) *3x 1-inch (76 x 25 mm) and 4 x 2-inch 


Around Shop =| _*26-Inch Chests / Cabinet (102 x 51 mm) casters 
400 lb. (181.4 kg) Load Rating (559 mm) 


Compound Drawer Slides 





Products and specifications subject to change without notice. 


CHEST & ROLLER CABINET 





QUICK GUIDE 


Built specifically for rugged work 
environments where maximum 
strength, security, organization and 
mobility are demanded by professional 
automotive and industrial mechanics 
and technicians. 


Combined with a lifetime warranty, 
these tool boxes provide you with the 
quality and features you need and a 
brand name you can trust. These units 
can be used in combination or the carts 
alone make ideal maintenance carts. 


Roll-cage construction provides a solid 
framework reinforcing the unit for years 
of quality performance. 


Pop-out twist-turn locking mechanism has 
high security tubular lock. 


Posi-Latch™ System provides a secure latch for 
each drawer and reduces accidental! opening. 





Industrial quality gas struts allow for 
easy opening and closing of chest lid. 


A full-length cover stiffener with emboss (fz Pp | 3 
on lid provides extra rigidity. ey) | 






STITT E 
Extra heavy-duty ball-bearing slides hold 
up to 200 Ibs. to bear the heaviest load. FEATURES 


6 x 2-4nch (152 x 51mm) casters and 14- 
gauge caster support channels for load 
capacity up to 3,600 Ibs. 









Hang-on side locker provides bulk storage | ~ ui! | 3 
area to hold large tools and equipment. Roll-Cage Posi-Latch™ Drawer Pop-Out 


Construction Securing System Twist-Turn Handle 
All units come with non-slip drawer liners and : 
drawer dividers to help protect your tools and 
drawer surfaces while keeping them organized. 
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met wt Gas Struts Heavy-Duty Heavy-Duty 


Warranty - Ball-Bearing Slides 6 x 2-Inch Casters 
For as long as the original 


purchaser owns the product. 


MG5610BK 


MG5610BU 
10-Drawer Chest 
56” W x 30” D x 23.8” H 
Capacity: 24,559 cu. in. 
Unit Weight: 450 Ibs. 


MG5612BK 


MG5612BU 
12-Drawer Tool Cart 
56” W x 30” D x 42.24" H 
Capacity: 38,042 cu. in. 
Unit Weight: 600 Ibs. 





MG4607BK 


MG4607BU 
7-Drawer Tool Cart 
46" W x 24" D x 42.25" H 
Capacity: 25,497 cu. in. 
Unit Weight: 380 Ibs. 


Products and specifications subject to change without notice. 
Detailed drawer dimensions found on page 29. 
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MG3605BK 


MG3605BU 
5-Drawer Chest 

36” W x 21” D x 23.8” H 
Capacity: 11,099 cu. in. 
Unit Weight: 185 Ibs. 


MG3608BK 


MG3608BU 
8-Drawer Tool Cart 
36” W x 21” D x 42.25" H 
Capacity: 17,058 cu. in. 
Unit Weight: 295 Ibs. 
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MG4610BK 


MG4610BU 
10-Drawer Chest 
46" W x 24" D x 23.8” H 
Capacity: 15,582 cu. in. 
Unit Weight: 300 Ibs. 


MG4612BK 





MG4612BU 


12-Drawer Tool Cart 4 > 


46” W x 24” D x 42.25" H 
Capacity: 24,055 cu. in. 
Unit Weight: 425 Ibs. 


rie. Ll iT | 





MG1804BK 


MG1804BU 
Full-Height Side Locker 
18.56” W x 21" D x 59.42” H 
Capacity: 18,096 cu. in. 

Unit Weight: 144 Ibs. 


Available Color Choices 


Magnum® Series available in 
Black, Red, and Iron Blue. 

Images in this catalog and color samples 
shown here may vary from actual product. 
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TRAXX: 






Professional grade chests and 
cabinets designed for work 
environments where solid 
construction and a wide range 

of features, including ball-bearing 
drawer slides and drawer liners, 
are required. 


Backed with a 7-year warranty 
means that you can load your 
tool box with confidence. 


KEY BENEFITS 


mM Sidewall-post construction provides extra 
rigidity for handling large loads. 


M@ Posi-Latch™ System provides a secure 
latch for each drawer and reduces 
accidental opening. 


m Full-extension, ball-bearing drawer Slides for 
complete too! access with a load rating 
at 75 Ibs. 


M Positive-stop side handles on all chests enable 
easy lifting and moving. 


Dosh Tl 


na 
) EQUIPPED 





m An internal keyed locking system secures all ( @i 
drawers and compartments so tools will 


Seo FEATURES 


™ Polished drawer trim adds to the overall 
appearance of the units. 


m Solid 5 x 2-inch (127 x 51mm) casters 
and caster support channels allow for 
a load capacity up to 1,200 Ibs. 





Sidewall Post Posi-Latch™ Quick-Release 
Construction Drawer System Ball-Bearing Slides 


m All units come with non-slip drawer liners 
to help protect your tools and drawer 
surfaces. 





Reinforced Caster Solid 5 x 2-Inch 
Channels Casters 


Applies to Traxx® Series with Hubcaps 


for 7 years. 











TRX4108BK 





TRX6013BK TRX5210BK TRX4111BK 


TRX4108BU 
8-Drawer Chest 

40.5” W x 17.8” D x 19.8" H 
Capacity: 10,751 cu. in. 
Unit Weight: 133 Ibs. 


TRX5210BU 
10-Drawer Chest 

51.1” W x 17.8” D x 19.8" H 
Capacity: 13,564 cu. in. 
Unit Weight: 174 Ibs. 


TRX4111BU 
11-Drawer Chest 

40.5" W x 17.8” D x 19.8” H 
Capacity: 10,367 cu. in. 
Unit Weight: 143 Ibs. 


TRX6013BU 
13-Drawer Tool Cart 
58.5” W x 20” D x 42.5" H 
Capacity: 24,026 cu. in. 
Unit Weight: 351 Ibs. 


TRX4101BK 
TRX5213BK TRX4112BK 

TRX4101BU 
TRX5213BU TRX4112BU 1-Drawer Intermediate Chest 


13-Drawer Tool Cart 
51.6" W x 20” D x 42.5” H 
Capacity: 20,832 cu. in. 
Unit Weight: 309 Ibs. 


12-Drawer Tool Cart 
41" W x 18.1" Dx 41.1" H 
Capacity: 15,961 cu. in. 
Unit Weight: 222 Ibs. 


41" W x 18” Dx 7.3" H 
Capacity: 2,489 cu. in. 
Unit Weight: 57 Ibs. 





TRX4110BK 
TRX4110BU 
TRX26/7BK 10-Drawer Tool Cart 
41” W x 18.1" D x 41.1" H 
} Capacity: 16,115 cu. in. 
TRX4106LBBK ee Unit Weight: 235 Ibs. 
7-Drawer Chest 
TRX4106LBBU 26.1" Ww x 17.8” D x 19.8" H 
Capacity: 6,723 cu. in. 
pa tower Tooveert Unit Weight: 94 Ibs 
41” W x 18.1" D x 41.1" H ne 
Capacity: 17,731 cu. in. 
Unit Weight: 220 lbs. TRX2603BK 
TRX2603BU 
3-Drawer 
<- Intermediate Chest 
——__ 26.1” W x 17.8” D x 13.4" H 
ee Capacity: 3,402 cu. in. 
| Unit Weight: 50 Ibs. TRX1604BK 
————_ || eee TRX1604BU 
4-Drawer Full-Height Locker 
iis TRX2707BU 15.9" W x 18.1” D x 54.6” H TRX1606BK 
o — Se oO 7-Drawer Cabinet Capacity: 12,133 cu. in. 
® 26.5" Wx 18.1"D x 41.1" H Unit Weight: 96 Ibs. TRX1606BU 
TRX4106BK Capacity: 10,722 cu. in. 6-Drawer Side Cabinet 
Unit Weight: 136 Ibs. 15.9” W x 18.1” D x 35.3” H 
Capacity: 5,663 cu. in. 
TRX4106BU ene | 


Unit Weight: 91 Ibs. 
6-Drawer Tool Cart 


41" Wx 18.1" Dx 41.1" H 
Capacity: 17,001 cu. in. 
Unit Weight: 190 lbs. 


Available Color Choices 


Traxx® Series available in 

Black, Red, and Iron Blue. 

Images in this catalog and color samples 
shown here may vary from actual product. 





Products and specifications subject to change without notice. 
Detailed drawer dimensions found on page 29. 
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TRAXX tr-series 





Chests and cabinets designed 
for professionals where solid 
construction and a wide-range 

of features, including ball-bearing 
drawer slides are required. 


These cabinets are ideal for daily 
usage where there is a need 

for storage and security at an 
affordable price. 


KEY BENEFITS 


mM Sidewall-post construction provides extra 
rigidity for handling large loads. 


mM In-slide drawer detent system. 


m Full-extension ball-bearing slides allow 
drawers to operate smoothly when loaded 
and hold up to 75 Ibs. per drawer. 


m An internal keyed locking system provides 
security of valuable tools. 


m@ A tote tray in TR61807/ BK/ BU provides 
a means for carrying commonly used tools 
to an alternate worksite. 





FEATURES 


mM Handbook divider and organizer tray in 
bottom 4” chest drawer provide extra 
storage and organization. 


Mm Tubular side handle makes moving the 
cabinets easier. 





Sidewall Post Ball-Bearing Slides 


mM Sturdy 5 x 2-inch (127 x 51mm) casters hold Construction 


up to 1,200 Ibs. and make moving the 
cabinets easier. 





Tubular Side 5 x 2 Inch Casters 


Handle 
Applies to TR-Series 


for 7 years. 





Products and specifications subject to change without notice. 





TR11607BK 
TR11607BU 


7-Drawer Tool Chest 
40.5” W x 16” D x 19.75" H 
Capacity: 9,427 cu. in. 

Unit Weight: 128 Ibs. 


TR11815BK 


TR11815BU 
15-Drawer Tool Cart 
40.95” W x 18.06” D x 41.13” H 
Capacity: 16,267 cu. in. 

Unit Weight: 240 Ibs. 


TR61205BK 
TR61205BU 


5-Drawer Tool Chest 
26.09” W x 12.08” D x 15.44" H 
Capacity: 3,497 cu. in. 

Unit Weight: 44 Ibs. 


TR71804BK 
TR71804BU 


4-Drawer Tool Cabinet 
26.53” W x 18.06” D x 34.65” H 
Capacity: 9,849 cu. in. 

Unit Weight: 112 lbs. 





Products and specifications subject to change without notice. 
Detailed drawer dimensions found on page 30. 





TR61807BK 


TR61807BU 
7-Drawer 

Tool Chest 
26.09” W x 17.75” D x 19.76" H 
Capacity: 6,745 cu. in. 

Unit Weight: 94 Ibs. 


TR51804BK 
TR51804BU 


4-Drawer 

Intermediate Chest 
26.09” W x 17.75" D x 13.4” H 
Capacity: 4,934 cu. in. 

Unit Weight: 51 Ibs. 


TR71808BK 
TR71808BU 


8-Drawer Tool Cabinet 
26.53” W x 18.06” D x 41.13” H 
Capacity: 10,663 cu. in. 

Unit Weight: 148 Ibs. 





o= 53 





TR61207BK 
TR61207BU 


= 7-Drawer 
a Tool Chest 

26.09” W x 12.08” D x 19.76" H 

Capacity: 4,462 cu. in. 

Unit Weight: 56 Ibs. 





3S 


TR51203BK 
TR51203BU 


3-Drawer 

Intermediate Chest 
26.09” W x 12.08” D x 12.3” H 
Capacity: 1,968 cu. in. 

Unit Weight: 31 Ibs. 


TR71807BK 
TR71807BU 


7-Drawer Tool Cabinet 
26.53” W x 18.06” D x 34.65” H 
Capacity: 8,336 cu. in. 

Unit Weight: 124 Ibs. 


TR41806BK 
TR41806BU 


6-Drawer Side Cabinet 
15.91" Wx 18.06" D x 35:3" H 
Capacity: 5,663 cu. in. 

Unit Weight: 90 Ibs. 


* Fits on TR71808 and TR11815 





Available Color Choices 


Traxx® Series available in 

Black, Red, and Iron Blue. 

Images in this catalog and color samples 
shown here may vary from actual product. 
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TOOL ROOM 






Industrial-grade professional 
chests and cabinets in a traditional 
brown-wrinkle finish are specifically 
designed for machine shop tools 
and precision-measuring 
instruments. 


KEY BENEFITS 
TR SERIES 


m Sidewall-post construction provides extra 
rigidity for handling large loads. 


m In-slide drawer detent system. 


m Full-extension ball-bearing slides allow 
drawers to operate smoothly when loaded 
and hold up to 75 Ibs. per drawer. 


M Handbook divider and organizer tray in 
bottom 4” chest drawer provide extra 
Storage and organization. 


mM Sturdy 5 x 2-inch (127 x 51mm) casters hold 
up to 1,200 Ibs. and make moving the 
cabinets easier. 


Applies to TR-Series 
for 7 years. 





PRO SERIES 


m Double-wall construction adds an additional 
layer of heavy steel to ensure longevity 
under heavy loads. ' st all 

Sidewall Post Ball-Bearing Slides 

m Full-extension compound slides allow access Construction Organizer Tray 
to drawer contents and will hold up to 


50 Ibs. per drawer. 





PRO SERIES FEATURES 


m Reinforced channels on cabinet back panel 
add strength and rigidity. 


M Heavy-duty 5 x 2-inch (127 x 51mm) casters 
hold up to 1,200 lbs. and make moving 
around the shop easier. 





Double-Wall Smooth-Action Over-Molded 
Construction Compound Slides Chrome-Plated 


= Handles 
Mare Applies to Pro Series 
for 5 years. 








TR11607B 
7-Drawer Tool Chest 
40.5" W x 16” D x 19.75” H 
Capacity: 9,427 cu. in. 

Unit Weight: 128 lbs. 


TR11815B 

15-Drawer Tool Cart 
40.95" W x 18.06” D x 41.13” H 
Capacity: 16,267 cu. in. 

Unit Weight: 240 Ibs. 





WI-1511B 

11-Drawer Chest (Compound Slides) 
40.5" W x 16” D x 19.8" H 

Capacity: 9,267 cu. in. 

Unit Weight: 110 Ibs. 


WI-1512B 


12-Drawer Tool Cart (Compound Slides) 


41" Wx 18.1" Dx 41.1" H 
Capacity: 17,493 cu. in. 
Unit Weight: 207 Ibs. 


Products and specifications subject to change without notice. 
Detailed drawer dimensions found on pages 30 and 31. 


TR61807B 

7-Drawer Tool Chest 
26.09” W x 17.75” D x 19.76” H 
Capacity: 6,745 cu. in. 

Unit Weight: 94 Ibs. 


TR51804B 


4-Drawer 

Intermediate Chest 
26.09” W x 17.75" Dx 13.4” H 
Capacity: 4,934 cu. in. 

Unit Weight: 51 Ibs. 


TR71808B 


8-Drawer Tool Cabinet 
26.53” W x 18.06” D x 41.13” H 
Capacity: 10,663 cu. in. 

Unit Weight: 143 Ibs. 


L) 
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WI-1000B 








TR61207B 


7-Drawer Tool Chest 
26.09” W x 12.08” D x 19.76" H 
Capacity: 4,462 cu. in. 

Unit Weight: 56 Ibs. 


TR51203B 

3-Drawer 

Intermediate Chest 
26.09” W x 12.08” D x 12.3” H 
Capacity: 1,968 cu. in. 

Unit Weight: 31 Ibs. 


TR71807B 

7-Drawer Tool Cabinet 
26.53” W x 18.06” D x 34.65” H 
Capacity: 8,336 cu. in. 

Unit Weight: 124 Ibs. 





WI-300B 





All TR Series Tool Storage 


Equipped with Ball-Bearing Slides 





TR61205B 
5-Drawer Tool Chest 
26.09” W x 12.08” D x 15.44” H 
Capacity: 3,497 cu. in. 

Unit Weight: 44 Ibs. 


TR71804B 

4-Drawer Tool Cabinet 
26.53” W x 18.06” D x 34.65” H 
Capacity: 9,849 cu. in. 

Unit Weight: 112 Ibs. 


3-Drawer Cabinet (Compound Slides) 
26.5” W x 18.1” D x 34.7” H 
Capacity: 9,908 cu. in. 


Unit Weight: 83 Ibs. 


10-Drawer Chest (Compound Slides) 


26.1" W x 12.1" D x 19.8” H 
Capacity: 4,350 cu. in. 
Unit Weight: 65 Ibs. 


WI-700B 
26.5" W x 18.1" D x 41.1" H 


Capacity: 9,588 cu. in. 
Unit Weight: 125 Ibs. 


7-Drawer Cabinet (Compound Slides) 





Available Color 


Tool Room Series available in Brown Wrinkle 
Images in this catalog and color sample 
shown here may vary from actual product. 
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ProMaxx"™ chests and cabinets 
are built for everyday applications 


where ball-bearing slides will 


make the job easier. This standard- 


duty product is perfect for 
professional or DIY work, 
where quality is demanded 
at an affordable price. 


KEY BENEFITS 


Tri-channel construction for handling 
heavy loads. 


Drawers are equipped with full-extension 
ball-bearing slides and hold up to 50 Ibs. 
per drawer. 


Divided top tray in chests organize most 
needed hand tools. 


Keyed locks with internal lock bars 
to secure tools. 


4.5 x 1.5-inch (127 x 51mm) casters 
hold up to 800 Ibs. 








Applies to ProM axx® 
Series for 5 years. 


PROMAXX 








FEATURES 





Tri- Channel 
Construction 


Over-Molded 
Chrome-Plated Handles 





Cabinet Push Handle Solid 4.5 x 1.5 Inch 
Casters 





PMX4009BK 
PMX4009BU 


9-Drawer Chest 

40.5” W x 16” D x 19.8" H 
Capacity: 6,621 cu. in. 
Unit Weight: 121 Ibs. 


PMX4113BK 


PMX4113BU 
13-Drawer Tool Cart 
41" W x 19.1” D x 37.5" H 
Capacity: 14,566 cu. in. 
Unit Weight: 174 Ibs. 


Products and specifications subject to change without notice. 
Detailed drawer dimensions found on page 31. 





> 
PMX2606BK 


PMX2606BU 


6-Drawer Chest 

26.1” W x 12.1" D x 15.4" H 
Capacity: 3,507 cu. in. 

Unit Weight: 45 Ibs. 


PMX2503BK 
PMX2503BU 


3-Drawer Intermediate Chest 
26.1” W x 12.1" D x 12.3" H 
Capacity: 1,968 cu. in. 

Unit Weight: 31 Ibs. 


PMX2704BK 
PMX2704BU 


4-Drawer Cabinet 

26.5” W x 18.1” D x 32.1" H 
Capacity: 7,718 cu. in. 

Unit Weight: 94 Ibs. 
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PMX2604BK 
PMX2604BU 


4-Drawer Chest 

26.1” W x 12.1” D x 15.4” H 
Capacity: 3,507 cu. in. 

Unit Weight: 45 Ibs. 


PMX2703BK 
PMX2703BU 


3-Drawer Cabinet 

26.5” W x 18.1” D x 32.1" H 
Capacity: 7,919 cu. in. 

Unit Weight: 86 Ibs. 


Available Color Choices 


ProMaxx™ Series available in 
Black, Red, and Iron Blue. 

Images in this catalog and color samples 
shown here may vary from actual product. 
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Professional grade chests and 
cabinets designed for work 
environments where solid 
construction and extra value 
are required. 


These chests and cabinets are 
ideal for daily usage where there 
is a high need for storage and 
security at an affordable price. 


KEY BENEFITS 


m Double-wall construction adds an additional 
layer of steel to ensure longevity under 
heavy loads. 


m Full-extension compound slides allow access 
to drawer contents and will hold up to 
50 Ibs. per drawer. 


m Reinforced channels on cabinet back panel 
add strength and rigidity. 


mM Split drawers on most of the chests provide 
extra organization for small tools, bits, and 
other components. 


m Tubular side handle provides a comfortable 
grip when moving the cabinet. 


M Heavy-duty 5 x 2-inch (127 x 51mm) casters 
hold up to 1,200 lbs. and make moving 
around the shop easier. 





Applies to Pro Series 
for 5 years. 








PRO SERIES 


FEATURES 


Double- Wall Smooth-Action 
Construction Compound Slides 





Over-Molded Chrome Heavy-Duty 
Plated Chest Handles 5 x 2 Inch Casters 









W13-004 
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15-Drawer Tool Cart 9 — = u 
41” Wx 18.1" Dx 41.1" H ES apne 
Capacity: 16,267 cu. in. ue : 
Unit Weight: 231 Ibs. 








=== 
ad WI-1511BK 
—— —— ; Seon a tas sal 
Wt a WI-1511BU a 
ri ies eee 8" H = 
‘ X X ; _= — 
Capacity: 9,267 cu. in. os Se 
13-Drawer Tool Cart Unit Weight: 110 Ibs. —— , 12-Drawer Chest 
51.57” W x 18.06” D x 41.13” H i J 26.10” W x 15.97” D x 19.76” H 
ie ts 3 i ms WI-1512BK 10-Drawer Tool Cart % oapacty: — oe 
nit Weight: S. 40.95" W x 18.06" D x 34.65" H Unit Weight: 82 Ibs. 
WI-1L512BU Capacity: 13,564 cu. in. 
12-Drawer Tool Cart Unit Weight: 172 Ibs. 
41" Wx18.1"Dx41.1"H 12-Drawer Cabinet 
Capacity: 17,493 cu. in. 26.53” W x 18.06” D x 41.13” H 
Unit Weight: 207 Ibs. 3 Capacity: 10,355 cu. in. 
| Unit Weight: 141 Ibs. 
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12-Drawer Chest 10-Drawer Chest 6-Drawer Drop-Front Chest 6-Drawer Chest 
26.1" W x 12.08” D x 19.76” H 26.1" W x 12.1" D x 19.8" H 26.1" W x 12.17” D x 15.44” H 26.1” W x 12.1" D x 15.4" H 
Capacity: 4,327 cu. in. Capacity: 4,350 cu. in. Capacity: 3,458 cu. in. Capacity: 3,458 cu. in. 
Unit Weight: 63 Ibs. Unit Weight: 65 Ibs. Unit Weight: 63 Ibs. Unit Weight: 45 Ibs. 
9-Drawer Cabinet 5-Drawer Cabinet 4-Drawer Intermediate Chest 3-Drawer Cabinet 
26.53” W x 18.06” D x 41.1” H 26.53" W x 18.1" Dx 41.1" H 26.1" W x 12.1" D x 12.3” H 26.5" W x 18.1" D x 34.7" H 
Capacity: 10,590 cu. in. Capacity: 12,176 cu. in. Capacity: 1,929 cu. in. Capacity: 9,908 cu. in. 
Unit Weight: 132 Ibs. Unit Weight: 114 Ibs. Unit Weight: 34 Ibs. Unit Weight: 83 Ibs. 


7-Drawer Cabinet 

26.53” W x 18.1” D x 41.1" H 
Capacity: 9,588 cu. in. 

Unit Weight: 125 lbs. 
70156BK g 


70156BU 

6-Drawer Side Cabinet 
159° W x 18.1" D x 35.3" H 
Capacity: 5,663 cu. in. 

Unit Weight: 86 Ibs. 


Available Color Choices 


Pro Series available in Black, 
Red and Iron Blue. 





Images in this catalog and color samples 
shown here may vary from actual product. 





Products and specifications subject to change without notice. www.waterlooindustries.com Is 


Detailed drawer dimensions found on pages 31 and 32. 
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These cabinets offer a great selection | 
of sizes and drawer configurations 
to meet your utility, storage and 
mobility needs. 


Reinforced sidewall construction, 
external lock bar and keyed locks 
combined with quality casters 
provide an exceptional value at 
an economical price. 


KEY BENEFITS 


Smooth-action, full-extension drawer slides 
provide complete access to the drawer. 


Full-width drawer pulls provide ability to 
open drawers from any angle. 


External lock bar with a keyed lock provides 
visible proof of security. 





The bulk storage area In various cabinets 
can be used to store oversized tools. 


Sturdy 4 x 2-inch (102 x 51mm) casters for 
mobility around the shop (ML314 has 
3-inch casters). 


FEATURES 





Keyed Lock Bar 4 x 2 Inch Casters 
Security 


Applies to Shop Series 
for 1 year. 
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7-Drawer Chest 

26.06” W x 12” D x 17.47" H 
Capacity: 3,771 cu. in. 

Unit Weight: 38.5 lbs. 


ML-303 

3-Drawer Intermediate Chest 
26.1" Wx 12” Dx 11.5" H 
Capacity: 1,882 cu. in. 

Unit Weight: 24 Ibs. 


M -500 

5-Drawer Cabinet 
26.5” W x 18” D x 31.9" H 
Capacity: 8,246 cu. in. 
Unit Weight: 66 Ibs. 





ML-426|13 
9-Drawer Tool Center 


with Parts Bins 

26.5” W x 14” D x 50.5” H 
Capacity: 10,760 cu. in. 
Unit Weight: 83 Ibs. 





Mi -400 
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6-Drawer Chest 
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26.06” W x 12” D x 15.38” H 
Capacity: 3,309 cu. in. 
Unit Weight: 35 Ibs. 


3-Drawer Cabinet 
26.5” W x 18” Dx 31.9” H 
Capacity: 9,280 cu. in. 
Unit Weight: 53.5 Ibs. 





6-Drawer Tool Center 
with Parts Bins 

26.5" W x 14” D x 43.91" H 
Capacity: 9,627 cu. in. 

Unit Weight: 68 Ibs. 


Products and specifications subject to change without notice. 


Detailed drawer dimensions found on page 32. 


5-Drawer Tool Center 
22.1" Wx 12” Dx 39.9” H 
Capacity: 7,906 cu. in. 
Unit Weight: 52 Ibs. 
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4-Drawer Chest 
26.1" Wx 12” Dx 15.4" H 
Capacity: 3,352 cu. in. 
Unit Weight: 33 Ibs. 


ViL-“> Lo 

5-Drawer Cabinet 
26.5” W x 14” D x 31.9" H 
Capacity: 6,279 cu. in. 
Unit Weight: 57 Ibs. 





ML-314 
3-Drawer Cabinet 
26.5” W x 14” D x 31.9” H 
Capacity: 6,279 cu. in. 
Unit Weight: 43 Ibs. 





4-Drawer Cabinet 
26.5" W x 14” Dx 31.9" H 
Capacity: 6,324 cu. in. 
Unit Weight: 55 Ibs. 
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Perfect for on-site projects that 
require large worksurfaces, 
storage and easy mobility. 


Our innovative features are perfect 
for countless projects, big or small. 
Large worksurfaces with built-in 
storage, bumper guards, backwall 
lighting, and built-in power strips 
for recharging power tools are 
just a few of the features we have 
incorporated into the work centers. 


KEY BENEFITS 
PROMAXX SERIES 


mM Tri-channel construction for handling 
heavier loads. 


mM Drawers are equipped with full-extension, 
ball-bearing slides. 


mM Mounted power outlet strips. 


mM Builtin battery charger dock helps with cord 
management. 





Smooth-olling 4.5 x 1.5-inch (114 x 38 mm) 
casters allow easy maneuvering. 


Applies to ProM axx Series 
for 5 years. 





Roll-formed, full-extension drawer Slides. 


Pegboard sides and hooks are perfect for 
hanging tools and cords within reach. 


Smooth-olling 4 x 2-inch (102 x 51 mm) 
casters allow easy maneuvering. 


Applies to Shop Series 
for 1 years. 








Tri- Channel Full-Extension Solid 4.5 x 1.5 Inch 
Construction Ball-Bearing Slides Casters 


SHOP FEATURES 





Versatile Molded Work 
Full-Extension Slides Surface 


Smooth-Action 


| 


PMX2705PC-BW 
5-Drawer Deluxe 

Work Centerwith Backwall 
38.1" WxX.23.4" Dx 53.7" H 
Capacity: 9,276 cu. in. 

Unit Weight: 135 Ibs. 
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All PMX Series Tool Storage 
Equipped with Ball-Bearing Slides 





PMX2704PC 
4-Drawer Deluxe 

Work Center 

31.5’ WX 21.8" DX 33.6" H 
Capacity: 6,165 cu. in. 

Unit Weight: 102 Ibs. 





ML-510 

5-Drawer 

Work Center 

34.3" W x 19.2” D x 32.3” H 
Capacity: 8,269 cu. in. 

Unit Weight: 68 Ibs. 


Products and specifications subject to change without notice. 
Detailed drawer dimensions found on page 32. 


5-Drawer Deluxe 
Project Center 

33.7” W x 19.7" D x 34.3” H 
Capacity: 8,334 cu. in. 

Unit Weight: 83 Ibs. 


3-Drawer Deluxe 


Project Center 

33.7" W x 19.7” D x 34.3” H 
Capacity: 9,368 cu. in. 

Unit Weight: 69 Ibs. 
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Waterloo® Tool Storage Specialty 
Products include a variety of 
professional-grade tool storage 
for specialized needs. 


Utility carts make it easy to 
transport all of your tools to any 
work site, while stll providing 

a useful work surface. 


KEY BENEFITS 


Road boxes are designed for extreme usage 
by providing an extra heavy-duty shell, extra 
durable slides and weather resistant paint. 


Road boxes also have a reinforced drop-front 
security panel with gasket closure to protect 
tools from weather and theft. 


M obile utility carts bring convenience to 
the job by allowing the user to move large 
loads of tools and supplies from storage 

to the work area. 





Utility carts also have keyed lockable drawers 
to protect tools from theft (UC100 not included). 
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Durable Slides Reinforced Drop-Front 
Security Panel 


UTILITY CART FEATURES 





Ball-Bearing Slides Lockable Keyed 
. (Not available on UC100) Drawers 
Applies to Road Boxes and (Not available on UC100) 





Utility Carts for 1 year. 





RB-3406 
6-Drawer Road Box 
33.1” W x 17.8” D x 20.6" H 
Capacity: 8,464 cu. in. 

Unit Weight: 179 lbs. 
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Load capacity up to 50 lbs. 


UC300 

3-Drawer Ball-Bearing Utility Cart 
34” W x 20” D x 36” H 

Capacity: 15,064 cu. in. 

Unit Weight: 99 Ibs. 


Products and specifications subject to change without notice. 


Detailed drawer dimensions found on pages 32 and 33. 
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RB-2606 
6-Drawer Worksite Chest 
26.1" WX 13.85" Dx 16.3" H 
Capacity: 3,781 cu. in. 

Unit Weight: 73 Ibs. 
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Load capacity up to 50 lbs. 


1-Drawer Ball-Bearing Utility Cart Basic Utility Cart 
30” W x 16” D x 35” H 27" W x 18" Dx 32" H 
Capacity: 10,308 cu. in. Capacity: 13,608 cu. in. 
Unit Weight: 66 Ibs. Unit Weight: 32 Ibs. 
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With up to 4-tons of capacity, 
Magnum? Facility Storage is 
the ultimate work station and 
storage solution. It’s built to be 
the strongest and leanest in the 
industry. The units are tough 
enough to last in any 
environment. 


Adjustable, heavy-duty interior shelves can be 
tilted to allow easy access to bins or 
Supplies. 


Heavy-duty metal workbench with 8,000 Ib. 
Capacity. 


Floor cabinets hold up to 800 Ibs. per shelf. 
W all cabinets hold up to 300 Ibs. per shelf. 


Power outlet and light strip come standard 
on workbench backwall. 





Industrial gray, rust-resistant powder coat 
exterior blends in with most environments. 


System attachment holes allow you to easily 
mount units together. 


FEATURES 
Hasp and staple lock are customized to your 
security needs. 


Leveling feet on floor cabinet and workbench. 


1.5-inch thick sealed M DF top with T-molding 
edge band. 





Sealed 1.5 Inch MDF 


Top on Workbench 
Floor and wall units come assembled 


(minor finishing work required). 





Petr — 
Ariat Leveling Feet Adjustment Bracket Perforated Sides 
reel : 
For as long as the original For Workbench Height 


purchaser owns the product 





* Vise and tools not included. 


Floor Cabinet with Doors 


48” W x 21.5” D x 79" H 


Capacity: 47,758 cu. in. 
Unit Weight: 273 Ibs. 





6’ Workbench 

72" W x 30” D x 38.3” H 
Capacity: 14,327 cu. in. 
Unit Weight: 187 Ibs. 





Products and specifications subject to change without notice. 
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Floor Cabinet without Doors 
48" W x 21.5” D x 79" H 

Capacity: 47,758 cu. in. 

Unit Weight: 212 Ibs. 





6’ Backwall 
71.8" W x 12.5” D x 30.4” H 
Unit Weight: 70 Ibs. 
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Wall Cabinet with Doors 
36” W x 14” D x 32” H 
Capacity: 10,165 cu. in. 

Unit Weight: 78 Ibs. 





Wall Cabinet without Doors 
36" W x 14” D x 32” H 

Capacity: 10,165 cu. in. 

Unit Weight: 59 Ibs. 





Double Ball-Bearing Slides 


6’ Workbench, Backwall, 
and Accessory Drawer shown 
in combination 


Load Capacity Up To 150 lbs. 


Workbench Drawer Accessory 
40.8” W x 16” D x 4.6" H 

Capacity: 2,519 cu. in. 

Unit Weight: 20 Ibs. 


www.leanstorage.com hs 





All Waterloo® workbenches make 
working easier by providing 
sturdy, stable, worksurfaces. 


With a variety of sizes and drawer 
configurations available, there is 
a solution for everyone. 


KEY BENEFITS 


mM Heavy-gauge steel construction Is 
engineered for strength and durability. 


m Stee! pegboard sides are used to hang 
large tools within easy reach. 


m Full-extension ball-bearing slides allow 
drawers to operate smoothly when loaded 
and holds up to 35 Ibs. per drawer. 


mM Extra-wide legs for maximum load support of 
1,450 Ibs. 


mM 1.25-nch thick medium density fiberboard 
top for heavy-duty jobs. 


Applies to W orkbenches 
for 5 years. 











WORKBENCHES 


FEATURES 





Steel Pegboard Sides Ball-Bearing Slides 





Extra-Thick MDF Large Bulk Storage 
Wood Benchtop 





WB5507 

Heavy-Duty Ball-Bearing 
7-Drawer Workbench 

60” W x 24” D x 37.25” H (includes top) 
Capacity: 11,802 cu. in. 

Unit Weight: 128 Ibs. 
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WB5504 

Heavy-Duty Ball-Bearing 
4-Drawer Workbench 

60” W x 24” D x 37.25” H (includes top) 
Capacity: 16,555 cu. in. 

Unit Weight: 130 Ibs. 





WB 5003 

Heavy-Duty Ball-Bearing 
3-Drawer Workbench 

54” W x 238” D x 37.25” H (includes top) 
Capacity: 17,941 cu. in. 

Unit Weight: 100 Ibs. 


Products and specifications subject to change without notice. 
Detailed drawer dimensions found on page 33. 


WB BW5000 

Steel Backwall System 
54.2” W x 6.4” D x 25.9" H 
Unit Weight: 23 Ibs. 


Backwall system can be used with 
WB5507, WB5003 and WB5002 only. 


WB5002 

Heavy-Duty Ball-Bearing 

2-Drawer Workbench 

54” W x 20.75” D x 37.25” H (includes top) 
Capacity: 18,013 cu. in. 

Unit Weight: 85 Ibs. 
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These metal tool boxes provide the 
benefit of tool organization while 
allowing for the flexibility of easy 
movement. 


Comfort-grip handles and rust- 
resistant latches keep these 
boxes looking new for years to 
come. 


KEY BENEFITS 


A model to fit every need. 


Durable construction, the industry’s 
benchmark for quality. 


Ample organized storage for tools and parts. 


Full-extension drawer Slides for total access 
to tools (on select models). 


All models are lockable. (Locks not included.) 
Full-width piano hinge. 
W eather resistant watershed design. 


Comfort-grip handle fits the shape of 
your hand. 


The topper models (PCH2025 and HM 2065) 
provide small parts organization on the lid. 


Ui hid er 
War, Any 
Applies to all Stee! Portables 
for 1 year. 








FEATURES 





Laat & 
Heavy-Plated 
Latches 





Comfort-Grip Handle 





Topper Organizer 
(PCH2025 & HM2065 
Models Only) 


Watershed Design 

Over Full-Length 
Piano Hinge 

Products and specifications subject to change without notice. 





PCH2025 

20” 2-Drawer Portable Chest 
with Topper/Footer 

20.82" W x 8.9" D x 11.14" H 
Capacity: 1,342 cu. in. 

Unit Weight: 16 Ibs. 


PCH2030 

20” 3-Drawer Portable Chest 
20.54” W x 8.56” D x 11.93” H 
Capacity: 1,555 cu. in. 

Unit Weight: 19 Ibs. 
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PCH2020 

20” 2-Drawer Portable Chest 
20.54” W x 8.56” D x 9.56” H 
Capacity: 1,275 cu. in. 

Unit Weight: 14 Ibs. 


HM3052 

30” Carpenter’s Box with 
Full Access Metal Tote Tray 
30.06” W x 8.03” D x 9” H 
Capacity: 2,110 cu. in. 

Unit Weight: 14 Ibs. 





HM2065 

20” Professional Large 
Capacity Tool Box 
20.35” W x 8.9" D x 11.01” H 
Capacity: 1,648 cu. in. 

Unit Weight: 13 Ibs. 





50118 N 

18” Split-Lid Cantilever Tool Box 
18” W x 10.03” D x 13” H 

Capacity: 1,682 cu. in. 

Unit Weight: 20 Ibs. 


Also available in 
Brown Wrinkle Finish -50118B 


Products and specifications subject to change without notice. 
Detailed drawer dimensions found on page 33. 


HM2450 

24" Tradesman Tool Box 
with Metal Tote Tray 
24.06” W x 8.03” D x 9” H 
Capacity: 1,688 cu. in. 

Unit Weight: 11 Ibs. 


HM1930 

19" Tool Box with 
Plastic Tote Tray 

19.05” W x 6.96” D x 7.52” H 
Capacity: 965 cu. in. 

Unit Weight: 7 Ibs. 








50120 

20” Hip-Roof Tool Box 
with Metal Tote Tray 
20” W x7" Dx 8" H 
Capacity: 1,144 cu. in. 
Unit Weight: 9 Ibs. 


HM2050 

20” Mechanic’s Tool Box 
with Metal Tote Tray 
20.06” W x 8.03” D x 9” H 
Capacity: 1,407 cu. in. 

Unit Weight: 10 Ibs. 


HM1630 

16” Tool Box with 
Plastic Tote Tray 

16.05” W x 6.96” D x 7.52” H 
Capacity: 813 cu. in. 

Unit Weight: 5 Ibs. 


= 


30120 

19” Low Profile Tool Box 
19.69” W x 6.14" D x 3.52” H 
Capacity: 362 cu. in. 

Unit Weight: 3.8 Ibs. 
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Extra heavy-duty plastic tool boxes 
are offered in many shapes and 
sizes to fit most needs. These 
portables are molded with heavy 
duty, high impact polypropylene 
resins that will not dent, rust or 
mar most surfaces. 


KEY BENEFITS 


A popular alternative to traditional steel 
tool boxes in almost all applications. 


M olded-in color with heavy-duty 
high-impact polypropylene resins. 


Plastic portables will not dent, rust or 
mar other surfaces. 


All plastic portables have flush tops for 
convenient stacking and storing. 


Sure-grip handle in tote trays prevent tote 
from accidentally rotating in your hand. 


Lightweight and convenient for transporting 
tools anywhere. 


All models are lockable except HP1331. 
(Locks not included) 
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Applies to all Plastic Portables 
for 1 year. 
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; Comfort Grip 
Handle 





Piano Hinge 


Watershed Design 





Metal Hardware 


Products and specifications subject to change without notice. 
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HP55420 


Sit/Stand/Tote with Caddy y 


26.38” W x 15.56” D x 16.9” H 
Capacity: 3,399 cu. in. 
Unit Weight: 17 Ibs. 





HP55421 

SST (Sit/Stand/Tote 
with Carrying Strap) 
20.7” W x 13.5” D x 16.8" H 
Capacity: 3,399 cu. in. 

Unit Weight: 11.4 lbs. 


2/ 





HP2331 

3-Drawer Plastic Portable Chest 
23” W x 10.41” D x 13.39” H 

Capacity: 1,795 cu. in. 

Unit Weight: 15 Ibs. 


¢ Plastic shell with all steel 
full-extension drawers 





HP1756 

GTO with Top Organizer 
with Large Tray 

16” Wx 9" Dx 13.1” H 
Capacity: 977 cu. in. 

Unit Weight: 6 Ibs. 





HP2051 

20” Tool Box 

19.9” W x 8.5” D x 8.9" H 
Capacity: 1,103 cu. in. 
Unit Weight: 4 Ibs. 


Products and specifications subject to change without notice. 
Detailed drawer dimensions found on page 33. 


HP50465 

GTO (Great Tool Organizer) 
16" W x9" Dx 12.5" H 

Capacity: 938 cu. in. 

Unit Weight: 5 Ibs. 





HP1641 

16" Tool Box 

16.9” W x 7.5" D x 7.6" H 
Capacity: 680 cu. in. 

Unit Weight: 3 Ibs. 


HP2271 

22” Large Capacity Tool Box 
21.8” W x 9.5” D x 9.6” H 
Capacity: 1,509 cu. in. 

Unit Weight: 6 Ibs. 





HP1331 

13” Tool Box 

13” W x 6.5" D x 6.4" H 
Capacity: 392 cu. in. 
Unit Weight: 2 Ibs. 
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ACCESSORIES 





Tool storage accessories are 
designed to protect your tool 
storage unit and tools, while 
maximizing tool organization 
and ease of retrieval of your 
commonly used tools. 


: J 
One year 


Warranty 


q' 


Applies to all Accessories 
for 1 year. 





70014 
Non-Slip Drawer Liner Roll 
22.50 Wx 115" D 


70017 
Non-Slip Drawer Liner Roll 
16.50” W x 156.80” D 


WI500SOCKMAG 
1/2-Inch Magnetic Socket Holder 


WI375SOCKMAG 
3/8-Inch Magnetic Socket Holder 


WI250SOCKMAG 
1/4-Inch Magnetic Socket Holder 


All three sizes SAE compatible 





73000 
103-Piece Socket Organizer 
8” W x 6.50” D x 0.40” H 










WIFOAMORG 


Foam Tool Organizer 


The foam tool organizer kit keeps 
drawers organized. Includes knife for 
cutting out tool shapes. 





TRX4106LB] Wx Dx H 





Drawer Dimensions 


MAGNUM’ pg. 23 


W aterloo Industries, Inc. warrants M agnum® 
— brand products to be free from defects in 

materials and workmanship for a Lifetime under 
normal use. 


MGi804. | Wx D x HT 
4 Drawers 14.40 18.50 3.08 in. 
Panel Area 15.48 19.76 59.18 in. 


2 Drawers ; 18.5 2.00 in. 
2 Drawers 31.84 18.5 3.08 in. 
1 Drawer 31.84 18.5 4.16 in. 


M@3608 | Wo Dx 


2 Drawers 
























2 Drawers 





3 Drawers 





1 Drawer 


MG46o7 | Wx Dox HT 


1 Drawer 





1 Drawer 





2 Drawers 





2 Drawers 





1 Drawer 





Panel Area 
2 Pull-Outs 





2 Drawers 





2 Drawers 





1 Drawer 





2 Drawers 





2 Drawers 





1 Drawer 


1 Drawer 





1 Drawer 





2 Drawers 





2 Drawers 





1 Drawer 





1 Drawer 





2 Drawers 





1 Drawer 





1 Drawer 


4 Drawers 23.36 27.50 2.00 in. 
4 Drawers 23.36 27.50 3.08 in. 
2 Drawers 23.36 27.50 4.16 in. 











1 Drawer 





2 Drawers 





4 Drawers 





3 Drawers 





1 Drawer 


1 Drawer ; 27.50 12.80 | 





Drawer Dimensions 


TRAXX* pg. 4-5 


W aterloo Industries, Inc. warrants Traxx® brand 
products to be free from defects in materials and 
workmanship under normal use for seven years 
from original date of purchase. 





2 Drawers 10.63 16.46 2.00 in. 
4 Drawers 22.37 16.46 2.00 in. 
1 Drawer 22.07 16.46 3.08 in. 


TRX1604 | Wx Dox HT 


Panel Area 12.91 17.22 54.60 in. 
4 Pull-Outs 11,75 16.46 3.08 in. 


a 11.75 16.46 4.16 in. 
4 Drawers 11.75 16.46 3.08 in. 
1 Drawer T1753 16.46 12.80 in. 


TRX2603 | Wox Dox HT 


1 Drawer 22.37 16.46 2.00 in. 
1 Drawer 22.37 16.46 3.08 in. 
1 Drawer 22.37 16.46 4.16 in. 


TRx2707_ | Wx Do x 


1 Drawer 22.07 16.46 4.16 in. 
4 Drawers 22.37 16.46 3.08 in. 
2 Drawers 22.37 16.46 6.32 in. 


TRX4101, | Wox Dox HT 
| 1 Drawer =| 36.79 16.46 4.16 in. 


TRX4106 | Wox Dox HK 


1 Drawer 



































1 Drawer 





2 Drawers 





1 Drawer 





1 Drawer 





Panel Area 





2 Pull-Outs 











4 Drawers 36.79 16.46 4.16 in. 
2 Drawers 36.79 16.46 6.32 in. 


—— Drawers 





1 Drawer 





3 Drawers 









1 Drawer 


TRX4110 | Wox Dox HT 


2 Drawers 





1 Drawer 





3 Drawers 





1 Drawer 





1 Drawer 





1 Drawer 





1 Drawer 
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5 Drawers 





1 Drawer 





4 Drawers 





1 Drawer 


Texati2 | Ws 0 x 


1 Drawer 





1 Drawer 





3 Drawers 





2 Drawers 





1 Drawer 





3 Drawers 





1Drawer 


TRX5210 | Wox Dox HK 


6 Drawers 22.37 16.46 2.00 in. 
2 Drawers 22.37 16.46 3.08 in. 
2 Drawers 22.37 16.46 4.16 in. 


TRX5213 | Wox Dox HK 


1 Drawer 











2 Drawers 





6 Drawers 





4 Drawers 


TRX6013, | Wox Dox 


1 Drawer 





2 Drawers 





6 Drawers 





4 Drawers 
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Tare [wos DH 
1 Drawer 2.00 in. 
TR S ERIE S pg. 6-7 2 Drawers 3.08 in. 
[3 Waterloo Industries, Inc. warrants Traxx® TR brand 1 Drawer 416 ij 


products to be free from defects in materials and 
workmanship under normal use for seven years Panel Area 12.64 


from original date of purchase. 
TR71807,_ | Wx Do x HK 


2 Drawers 22.07 16.46 2.00 ‘in, 

















1 Drawer 


4 Drawers 22.37 16.46 3.08 in. 
1 Drawer 22.37 16.46 6.32 in. 








1 Drawer 





2 Drawers 





1 Drawer 
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2 Drawers 22.37 16.46 2.00 in. 
4 Drawers 22.37 16.46 3.08 in. 
2 Drawers 22.37 16.46 6.32 in. 


2 Drawers 








2 Drawers 





6 Drawers 





1 Drawer 









1 Drawer in. 
4 Drawers in. TOOL ROOM pg. 8-9 








1 Drawer in. SW aterloo Industries, Inc. warrants Traxx® TR brand 





Too! Room products to be free from defects in 
materials and workmanship under normal use for 


TR41806 |Wox Dx HO” seven years from original date of purchase. 


1 Drawer W175 16.46 4.16 in. 
4 Drawers 11,75 16.46 3.08 in. 
1 Drawer Wigs 16.46 12.80 in. 















1 Drawer 





1 Drawer 





2 Drawers 


TR51203, | Wox Dx H (Dane 
2 Drawers 22.37 10.78 2.00 in. 

2 Drawers 
1 Drawer 22.37 10.78 4.16 in. 
TA5te04 [Ww x > x A | — | 2drawers 


3 Drawers 22.37 16.46 2.00 in. 6 Drawers 
1 Drawer 22.37 16.46 3.08 in. 1 Drawer 


1 Drawer 


TREOS [Wx Bx A | | Abra 


3 Drawers 6.71 10.78 2.00 in. 1 Drawer 
1 Drawer 22.37 10.78 3.08 in. 


1 Drawer 22.37 10.78 4.16 in. TR51203B | Wox Dx HH | 
2 Drawers 22.37 10.78 2.00 in. 
TR61207 )Wox D x HO | 1 Drawer 22.37 10.78 4.16 in. 
3 Drawers 6.71 10.78 2.00 in. 


2 Drawers 22.37 10.78 2.00 in. TR51804B | W x D x H | 


2 Drawers OD:.47 10.78 3.08 in. 3 Drawers 22.37 16.46 2.00 in. 
1 Drawer 22.07 16.46 3.08 in. 












































mai TREI0SB | Wox DH 
3 Drawers : 


3 Drawers 6.71 10.78 2.00 in. 
1 Drawer 22.37 10.78 3.08 in. 
1 Drawer 22.37 10.78 4.16 in. 





2 Drawers 








1 Drawer 








1 Drawer 





TR61207B | Wox Do x 


3 Drawers 6.71 10.78 2.00 in. 
2 Drawers 22.37 10.78 2.00 in. 
2 Drawers 22.37 10.78 3.08 in. 











TR61807B | Wox 0 x HK 


3 Drawers 





2 Drawers 





1 Drawer 





1 Drawer 


TR71804B | Wox 0 x HK 


1 Drawer 





2 Drawers 





1 Drawer 





Panel Area 





Cee |e ee a 


2 Drawers 22.37 16.46 2.00 in. 





4 Drawers 22.37 16.46 3.08 in. 
1 Drawer 22.37 16.46 6.32 in. 





TR71808B | Wx Dox HK 


2 Drawers 22.37 16.46 2.00 in. 
4 Drawers 22.30f 16.46 3.08 in. 
2 Drawers 22.37 16.46 6.32 in. 











dive Ter 


W aterloo Industries, Inc. warrants Pro Series 
Too! Room products to be free from defects in 


matriite ; ,; 
_* J} materials and workmanship under normal use 
for five years from original date of purchase. 


2 Drawers 22.37 16.46 3.08 in. 
1 Drawer 22.37 16.46 6.32 in. 
Panel Area 23.44 17.93 12.64 in. 








1 Drawer 22.37 16.46 4.16 in. 
4 Drawers 22.37 16.46 3.08 in. 
2 Drawers 22.37 16.46 6.32 in. 








WIH000B | Wox Dox HK 


6 Drawers 





1 Drawer 





2 Drawers 





1 Drawer 


5 Drawers 





1 Drawer 





4 Drawers 





1 Drawer 


1 Drawer 





1 Drawer 





3 Drawers 





2 Drawers 





1 Drawer 





3 Drawers 
1 Drawer : 16.46 12.80 | 





Drawer Dimensions 


PROMAXX’ pg. 10-11 


W aterloo Industries, Inc. warrants Promaxx” 
brand products to be free from defects in 
materials and workmanship under normal use for 
five years from original date of purchase. 


PMX2503_ | Wo x D x H | 
1 Drawer 22.37 10.78 2.00 in. 
2 Drawers 22.37 10.78 3.08 in. 


PMx2604 | Wox Dox HK 


3 Drawers 22.37 10.78 2.00 in. 
1 Drawer 22.37 10.78 3.08 in. 











PMx2606 | Wox Do x HT 


3 Drawers 6.70 10.78 2.00 in. 
2 Drawers 22.01 10.78 2.00 in. 
1 Drawer 22.01 10.78 3.08 in. 








PMx2703_ | Wx Dox HK 


2 Drawers 22.37 16.46 3.08 in. 
1 Drawer 22.37 16.46 4.16 in. 
Panel Area 23.44 17.93 12.64 in. 
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1 Drawer 





1 Drawer 





1 Drawer 





1 Drawer 


PMx4009_ | Wx Dox HT 


3 Drawers 





1 Drawer 





2 Drawers 





2 Drawers 





1 Drawer 


1 Drawer 16.46 4.16 i 
5 Drawers 16.46 3.08 i 
1 Drawer 16.46 6.32 | 
2 Drawers 16.46 2.00 | 
3 Drawers 16.46 3.08 i 
1 Drawer 16.46 12.80 i 

















Drawer Dimensions 


PRO SERIES pg. 12-13 


W aterloo Industries, Inc. warrants Pro Series 
brand products to be free from defects in 
materials and workmanship under normal use for 
five years from original date of purchase. 





2 Drawers 22.37 16.46 3.08 in. 
1 Drawer 22.37 16.46 6.32 in. 
Panel Area 23.44 17.93. 12.64 in. 








22.37 10.78 2.00 in. 


4 Drawers 22.37 16.46 3.08 in. 
1 Drawer 22.07 16.46 6.32 in. 
Panel Area 23.44 14.93 12.64 in. 








3 Drawers 6.71 10.78 2.00 in. 
2 Drawers 22.37 10.78 2.00 in. 
1 Drawer 22.37 10.78 3.08 in. 








3 Drawers 6.71 10.78 2.00 in. 
2 Drawers 22.37 10.78 2.00 in. 
1 Drawer 22.37 10.78 3.08 in. 








1 Drawer 22.37 16.46 4.16 in. 
4 Drawers 22.37 16.46 3.08 in. 








2 Drawers 22.37 16.46 6.32 in. 


2 Drawers 





2 Drawers 





3 Drawers 





2 Drawers 


6 Drawers 





1 Drawer 





2 Drawers 





1 Drawer 


4 Drawers 





1 Drawer 








6 Drawers 





1 Drawer 


9 Drawers 







6.71 10.78 2.00 in. 





2 Drawers 





22.37 10.78 2.00 in. 





1 Drawer 


9 Drawers 





22.37 10.78 3.08 in. 


6.71 14.68 2.00" ‘iin: 





2 Drawers 


22t 14.68 2.00 in. 





1 Drawer 


2 Drawers 


22.37 14.68 3.08 in. 





6 Drawers 





1 Drawer 





1 Drawer 





4 Drawers 





1 Drawer 


2 Drawers 





1 Drawer 





2 Drawers 





1 Drawer 





2 Drawers 





2 Drawers 
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5 Drawers 





1 Drawer 





4 Drawers 





1 Drawer 


1 Drawer 





1 Drawer 





3 Drawers 





1 Drawer 





1 Drawer 





3 Drawers 





2 Drawers 


1 Drawer 





2 Drawers 





6 Drawers 





4 Drawers 


1 Drawer 11.75 16.46 4.16 in. 
4 Drawers 11.75 16.46 3.06 - iin: 
1 Drawer 11.75 16.46 12.80 in. 








Drawer Dimensions 


SHOP SERIES _ pg. 14-15 


W aterloo Industries, Inc. warrants Shop Series 
brand products to be free from defects in 
materials and workmanship under normal use for 
one year from original date of purchase. 








1 Drawer 22.09 1G./ 7 1.94 in. 
2 Drawers 22.09 16.77 4.03 in. 
Panel Area 23.31 17.22 13.89 in. 








ML-303 0 | Wx Dx HK 


2 Drawers 22.09 10.77 1.94 in. 
1 Drawer 22.09 10:77 4.03 in. 





2 Drawers 22.09 12.77 
1 Drawer 22.09 12:77 
Panel Area 23.31 13.22 16.00 in. 


1.94 in. 
4.03 in. 








3 Drawers 


22.09 


10.77 


a 


1.94 in. 





1 Drawer 


1 Drawer 


22.09 


22.09 


10.77 


12.77 


4.03 in. 


mas [We OH 


4.03 in. 





3 Drawers 


2 Drawers 


22.09 


22.09 


12.77 


10.77 


6.13 in. 


ML-426i3 | Wox Do x 


4.03 in. 





7 Drawers 


18.09 


10.77 


1.94 in. 





Panel Area 


2 Drawers 


23.31 


22.09 


13:22 


17 e 


15.99 in. 


ML-426P3 | Wox Do x 


4.03 in. 





4 Drawers 


18.09 


10.77 


1.94 in. 





Panel Area 


1 Drawer 


23.31 


22.09 


13:22 


TO.07 


15.99 in. 


1.94 in. 





2 Drawers 


22.09 


1G.7 7 


4.03 in. 





2 Drawers 


1 Drawer 


22.09 


22.09 


16.77 


12.77 


6.13 in. 





1.94 in. 





2 Drawers 


22.09 


12.47 


4.03 in. 





2 Drawers 


2 Drawers 


22.09 


12.77 


6.13 in. 





2 Drawers 





1 Drawer 





Panel Area 


3 Drawers 


6.68 


10.77 





1.94 in. 





2 Drawers 


22.00 


10.77 


1.94 in. 





1 Drawer 


3 Drawers 


22.09 


6.68 


WOS7 


10.77 


4.03 in. 


1.94 in. 





3 Drawers 


22.09 


10.77 


1.94 in. 





1 Drawer 


22.09 


10.77 


4.03 in. 

















Drawer Dimensions 


WORK CENTERS pg. 16-17 


W aterloo Industries, Inc. warrants Proma xx" 
brand products to be free from defects in 
materials and workmanship under normal use for 
five years from origina! date of purchase. 





W aterloo Industries, Inc. warrants Shop Series 
brand products to be free from defects in 
materials and workmanship under normal use for 
one year from origina! date of purchase. 


1 Drawer 22.09 16.77 
2 Drawers 22.09 16.77 
2 Drawers 22.09 16.77 


1.94 in. 
4.03 in. 
6.13 ‘in. 








1 Drawer 22.09 16.77 1.94 in. 
2 Drawers 22.09 16.77 4.03 in. 
Panel Area 23.01 17.22 13.89 in. 








1 Drawer 22.09 16.77 
2 Drawers 22.09 16.77 
2 Drawers 22.09 16.77 


1.94 in. 
4.03 in. 
6.13 in. 








Pc27oapc | Wox Dox HK 


1 Drawer 





1 Drawer 





1 Drawer 





1 Drawer 


Puxz7osPC-BW{ Wx Dx H | 


2 Drawers 22.37 16.46 3.08 in. 
1 Drawer 22.37 16.46 4.16 in. 
2 Drawers 22.37 16.46 6.32 in. 











SPECIALTY pg. 18-19 


Pa W aterloo Industries, Inc. warrants Specialty 
~~ 1 products to be free from defects in materials and 
workmanship under normal use for one year 
from original date of purchase. 





3 Drawers 6.39 12.06 2.00 in. 
2.00 in. 


3.00 in. 





2 Drawers 21.42 12.06 
1 Drawer 21.42 12.06 








RB-3406 | Wox Dox HT 


5 Drawers 28.42 16.19 2.00 in. 
1 Drawer 28.42 16.19 3.00 in. 








uc200 | Wx Dx 
1 Drawer =| 26.75 15.13 4.13. in. 


uczoo | wx De 


2 Drawers 12.25 17.50 3:25. In. 
1 Drawer 25.63 17.50 3.25 In, 








WORKBENCHES pg. 2223 


W aterloo Industries, Inc. warrants W B5000 
Series W orkbenches to be free from defects in 
materials and workmanship under normal use for 
five years from original date of purchase. 


wes002 | Wx Dx HT 


1 Drawer 22.07 16.46 4.16 in. 
1 Drawer 11.75 16.46 4.16 in. 








wes003 | Wox Dx HT 


1 Drawer 22.37 16.46 4.16 - in. 
2 Drawers 11,45 16.46 4.16 in. 





wesso4 | wx Dx HT 


2 Drawers 22.37 16.46 4.16 in. 
2 Drawers 22.37 16.46 6.32 in. 





wesso7 | Wx Dx HT 


2 Drawers 16.46 4.16 i 
2 Drawers 16.46 6.32 | 
2 Drawers 16.46 4.16 i 
1 Drawer 16.46 12.80 | 














Drawer Dimensions 


METAL PORTABLES pg. 24-25 


W aterloo Industries, Inc. warrants M etal Portable 
products to be free from defects in materials and 
workmanship under normal use for one year 
from original date of purchase. 


PCH2020 | Wx Dx HT 


17.61 7.42 2.13 in. 











PCH2025 


17.01 7.42 2.13 in. 


PCH2030 


17.61 7.42 2.13 in. 


Drawer Dimensions 


PLASTIC PORTABLES pg. 26-27 


W aterloo Industries, Inc. warrants Plastic Portable 
products to be free from defects in materials and 
workmanship under normal use for one year 
from original date of purchase. 








17.81 7.42 2200 “IN: 


Products and specifications subject to change 
without notice. 
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